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Meeting Agenda 

■ Welcome 

■ Introductions 

■ History 

■ Project Overview 

■ Project Goals and Design Issues 

■ Streetscape 

■ Project Design Process/Next Steps 

■ Questions 


October 1, 2006 





Project Team 

■ Town Staff and Officials 

■ Planning Department 

■ Public Works 

■ Mass. Ave. Review Committee 

■ MassHighway 

■ FST Project Team 

■ Fay, Spofford & Thorndike (FST) 

■ Waterfield Design Group 

■ Survey & Mapping Consultants 

■ LEC Environmental 
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Project Overview 

■ Locally 
administered 
MassHighway 
proj ect 

■ Cambridge Line 
to Pond Lane ~ 

1 mile 

(5,300 feet) 



October 1, 2008 















Proj ect Overview 

■ Locally 
administered 
MassHighway 
project 

■ Cambridge Line 
to Pond Lane ~ 

1 mile 

(5,300 feet) 
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Project Goals 

s l mprove safety, 
access, and efficiency 


s I mprove streetscape 
along corridor 


s I mprove parking 
efficiency 
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Design Objectives 



> I mprove the 
environment for 
transit users 


> I mprove pedestrian 
safety and mobility 

> I mprove cyclist safety 
and mobility 


October 1, 2006 
























Design Objectives 



> Minimize through traffic 
on local neighborhood 
streets 

> Create more orderly 
traffic flow 


> Maintain motorist 
mobility 
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Design Objectives 


> I mprove access to 
local businesses 


> Enhance 
Streetscape 



October 1, 2006 






















Design I ssues 

Pedestrian & Cyclist Access 


■ Understand pedestrian 
and cyclist travel 
patterns 


■ Determine locations for 
additional pedestrian 
crossings 

■ Determine a clear path 
for bicyclists 
















Design I ssues 

Pedestrian & Cyclist Access 



Locanan pad bike 

Maw i Pleasant Mycnc 9 4 

MaWAv*/OviS / Gntflop 7 4 

MaW Ava / Part; A.vfl 5 3 

Maw Ava / WaraJfhon S 7 0 

Maw Ava J Grova / COfltfiW 6 0 

MftW Ava.'HiSNAPd Av* 4 2 

MawAvs/Walcr Si 9 0 

MaW Ava ^Academy ST 3 2 

MawAvefApplaton a 3 2 

MawAva/BfrllcCtAva 4 t 

Maw Ava i Jason i 1 Mi 4 t 

MftWAv*/Uk*Sl 4 1 

Mow Avt / CI*V#lrtd SC 4 0 

Maw Ava i Dmvi& Si 4 0 

Maw Ava / Wy™n 4 0 

Mmulamar Bke*a.y I Mdl S( 1 3 

Maw Ava t Braids 3; 3 0 

MawAva^FofWtSi 0 3 

Maw Ava i FmW i L n-^wd 3 0 

Park } L™d ? B tm} 3 0 
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r/uw/ryst 


Hotel 

1 CiaSh nHormUne htm UMTiOMfi cr ticiIdt vehicle ^wde^cai and rroloi / 

bcydfe nci«aeri reports wed a 'h trie common *Mth n does toI inciUd* BKresis-an or frcji? 
la:-. Of auiim H^wil ro moltt veftde won Iflvakart IT MvWSEn* l£ yearilrfrfn 19W-2C01 

t Tiiic chad shows mn S? "her s-ptf &' w-JJi 3 c* mere opened cashes. ds« M dep« aii 
crashes natKCUTod ^riest ’ncf spdEs‘ a-rcoLrl For appfoiimirty 3Wii cl all rcparlBd motor 
Y«ji£i» t pede^cm crasnt^ ynd wproMtfnafcf!^ of all motor m&* * d^ye 1 * omw 


Pedestrian & Bicycle Crash "Hot Spots" 
Town of Arlington ( 1990 - 2001 ) 









Roadway width 


Congestion 

Speed 

Conflicts with 
pedestrians and 
cyclists 
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Design I ssues 

Traffic 



{ PluaSuH ! Mystic 236 

Mass Aue t Park A^« 103 

MOSS Av& i' JiSrir'! ■' Mill 67 

M yS-llc { Summer SI 7a 

Summer SI f Pifk A'/e E.^1 76 

Muss Avb i' LzV cr 31 72 

Park Avb Appleton St 56 

F'laua-anl 5l .' Rl 2 52 

LflktSLi R1J 51 

SUhimel JBrallle J Hemlock 46 

MySlIt Valley Pktfy Mt-dtoi U 44 
Muss, Ave / Orvis / Graffcih A3 
Ma'sS Avt i 1 Brattle SL 45 

Medlurd Si i Warren Sr 43 

Muuh AVe Cleveland Si 39 

Pal K i Luwell \' Hu* i' Way,imV iq 
Myrtle St i Winslow SI 36 

M j SS. AVe i‘ Grove St 36 

Summer SI&oye SJ 36 

M yS-llu Valley Pk*y River 34 

Maas Ave t Appleton SI 34 

Park Aye i 1 Oakland 33 

M ft** AUb i 1 Highland Awe 33 

Mass Ave.' Water Si 36 

Mass AveFranklin 51 36 
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Ujltrd: 

T CjKTsh mlermnlinn rnrnc^s Iran hi irrmnnns ol mula" vnhirlr sn^idml i npaln 
ll^dwlh IfieCoiiTiioPi^trtfci!. II rjuveis Int 1? yss-s lium 199GEGD1. 

P 1 his rhJit aifc Hftnws, Ihti ^5 ‘‘hal spots 1 ’ wnlh !!tl a man crashes; il docs ml 
tieplci as crashes II ial oocui i*d r 1 ‘^s-j Ttft ■spore" aceounfl tor appruiilmalolv 
INH all reported crashes 


Crash ''Hot Spots" 
Town of Arlington (1990-2001) 
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Design I ssues 

ADA Compliance 


■ Design sidewalk 
and pedestrian 
ramps to meet 
current ADA 
Regulations 


October 1, 2006 




















































Design I ssues 

Parking 

■ Identify parking 
opportunities and 
constraints 

■ Provide adequate 
parking to accommodate 
local businesses 


24 HOURS 


NO PARKING 


RESERVED 




ZJ PCARS 




rm 






km 


zipcar 




AT ZIPCAR 




Town of Arlington 

ALL NIGHT 
PARKING 
PROHIBITED 
1AM-7 AM 


Unless Sta ted 
Otherwise*by Police. 


Identify truck loading 
and unloading zones 
for local businesses 


October 1, 2006 
































Design I ssues 

Drainage 

I mprove drainage and stormwater 
management along corridor 
















Mass Ave in East Arlington 
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Transition from 
Arlington Center to 
East Arlington 

■ Minuteman Bike Path 

■ Spy Pond 

■ Major Pedestrian 

■ Crossings at Linwood St 


East Arlington 
Business District 


Retail Center 
Social Center 
Capital Theatre 
Pedestrian Crossings 
Lake Street 


Gateway from 
Cambridge Line 


■ Town identity 

■ Bicentennial Park 

■ A/ewife Brook 

■ Future Bike Path 












Transition from Arlington Center 






Transition from 
Arlington Center 


























East Arlington Business District 
Lake Street 









East Arlington 
Business Center 
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Gateway 

Cambridge Line - Alewife 





Gateway at Cambridge Line 
























Gateway at Cambridge Line 












How do we transform MASS AVI into a 
RiAY pedestrian & bike friendly street ? 















































Generous right-of-way 






























Crosswalks 






























Curb Extensions 
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Pavements & Accessibility 
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Street Trees & Plantings 
















Street Furniture 









































Lighting & Signals 
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Project Design Process 


Design Schedule 

Sept. - Nov. 2008 
Sept. - J an. 2009 

March 2009 
February 2010 
Summer/ Fall 2010 
Spring 2011 


Survey 

Community Outreach & 
Conceptual Design 

Preliminary Design (25%) 

Final Design 

Advertise for Construction 
Construction Begins 


October 1, 2006 
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Next Steps... 

■ Public Workshop - October 23, 2008 

■ Informational Meeting 

> Anticipated J anuary 2009 

■ Preliminary Design (25%) 

> Submit to MassHighway 

■ 25% Design Public Hearing 

> Anticipated Spring 2009 


October 1, 2006 




Massachusetts Ave. Corridor Project 

Phase 1 


Town of Arlington, Massachusetts 






Massachusetts Ave. Corridor Project 

Town of Arlington, Massachusetts 

Design Objectives 

© Improve Pedestrian safety and mobility. 

© I mprove cyclist safety and mobility. 

© I mprove the environment for transit users. 

© Maintain motorist mobility. 

© Minimize through traffic on local neighborhood streets. 

© Create more orderly traffic flow. 

© I mprove access to local businesses. 

© Enhance the streetscape. 




